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Drs. Abitz, Morf, Brauns 
8 Munchen 86, 
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Germany.. 

Re: German Patent Appln. 

P 15 17 318.9 
Your Ref: P 35 174 

File 582-440 Germany ^ 

Philip Morris Inc. 0 

P 

Dear Sirs: -.’ - ^ . y 

We have studied the Official Action which accompanied 

your letter of August 24, 1970 and which was issued in the above 
patent application. Please prepare and file a response to that 
Official Action not later than November 18, 1970. 

In view of the art cited by the Examiner and our ex¬ 
perience in prosecuting this application in other countries 
it is believed that the claims on file should be cancelled and 
replaced by the following new single claim: 

A tobacco product comprising a tobacco 
section and a filter section, said filter 
section including, prior to ignition of said 
tobacco section, a nicotine-ion exchange resin 
as an integral part thereof, said nicotine-ion 
exchange resin being adapted to release nicotine 
upon contact with tobacco smoke subsequent to 
ignition of said tobacco section, characterized 
by said tobacco section, prior to the ignition 
of said tobacco section, being substantially free 
of said nicotine-ion exchange resin and having 
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a nicotine content which is below that of a 
conventional tobacco product, whereby smoke 
produced by ignition of said tobacco section 
passing from said tobacco section through 
said filter section and emerging from said 
filter section, will have a nicotine content 
approximating that of a conventional tobacco 
product," 

The above claim, you will note, is directed solely 
to a tobacco product having a tobacco section which is deficient 
or low in nicotine content as compared with conventional tobacco. C 
The filter section, on the other hand, is provided with a 0 

nicotine-ion exchange resin which with the passage of smoke p 

therethrough releases nicotine to the smoke to provide a controll¬ 
ed delivery of nicotine to the smoker to create the necessary ' 

physiological response a smoker desires. It should be noted then 
that the invention provides adding something to the smoke with 
an ion-exchange resin rather than removing something from the 
smoke. 


We recognize that this is a close situation and accord 
ingly we authorize you to amend the proposed claim as you think 
necessary in order to obtain an allowance. Furthermore, we in¬ 
struct you to interview the Examiner notwithstanding the strong 
position he has taken in his Official Action. If you are able 
to reach agreement with him we would be satisfied with just the 
single proposed claim* You should exert every effort to resolve 
the issue in this case since we are not inclined to take appeal 
if the Examiner persists in his rejection. 


Very truly your§, 


GJB:gh 


George J. Brandt, Jr. 
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